ARREST 


DEFENDANT: DOB: ARREST CODE: DATE: TIME: 
WEATHERLY, ROBERT 04-04-87 41.18(d ) 07-25-14 1835 
DAVIS L.A.M.C. 

BLOCKING THE 

SIDEWALK 


OFFICER 1: K. GORDON # 132 
OFFICER 2: S. PATTON # 114 
Arr: 14-0741 
SOURCE OF ACTIVITY: 
The above officers were working as contracted, uniformed security officers for the 
Hollywood /Sunset Business Improvement District / Andrews International, 6801 
Hollywood Blvd, Suite #169, Los Angeles, Ca 90028 - (323) 465-0122 


OBSERVATIONS: 

OFFICERS WERE ON ROUTINE FOOTBEAT PATROL OF THE 6300 BLOCK OF 
HOLLYWOOD BLVD WHEN OUR ATTENTION WAS DRAWN TO A MALE ADULT 
TRANSIENT KNOWN TO US AS “ROBERT WEATHERLY”. OFFICERS HAVE HAD 
NUMEROUS PREVIOUS CONTACTS WITH WEATHERLY AS HE COMMITS VARIOUS 
QUALITY OF LIFE CRIMES IN THE HOLLYWOOD BUSINESS IMPROVEMENT DISTRICT 
BOUNDARIES ON A FREQUENT BASIS. 


ON THIS DATE HE WAS OBSERVED LAYING ACROSS A BUSY SIDEWALK ON 
HOLLYWOOD BLVD. BLOCKING PEDESTRIAN TRAFFIC FLOW. WE NOTED THAT 
THERE WAS HEAVY USE OF THIS WALK AS IT WAS A WARM EVENING AND THERE 
WAS A LOT OF PEDESTRIAN ACTIVITY. 


WEATHERLY WAS WARNED ABOUT THE VIOLATION IN FRONT OF 6385 
HOLLYWOOD BLVD AND RELUCTANTLY MOVED APPROXIMATELY 75 FEET TO 6353 
HOLLYWOOD BLVD WHERE HE LAID BACK DOWN IN THE MIDDLE OF THE 
SIDEWALK. 


OFFICERS APPROACHED WEATHERLY AGAIN AND ADVISED HIM THAT DUE TO HIS 
IMMEDIATE REPEAT OF THE OFFENSE AND HIS REFUSAL TO DISCONTINUE THE 
ACTIVITY DESPITE THE WARNING JUST MOMENTS BEFORE HE WAS BEING PLACED 
UNDER ARREST. 


ARREST: 

WEATHERLY WAS ADVISED HE WAS BEING PLACED UNDER PRIVATE PERSONS 
ARREST (PER 837.1 P.C.) FOR 41.18(d ) LAMC - BLOCKING A PUBLIC SIDEWALK. I, 
GORDON, HANDCUFFED HIM AND THE CUFFS WERE DOUBLE LOCKED AND 
CHECKED FOR FIT. HE WAS TRANSPORTED TO LAPD HOLLYWOOD STATION FORA 
WARRANT CHECK THAT REVEALED THREE OUTSTANDING WARRANTS WHICH 
WERE SERVED. 


BOOKING: 


ARREST 


THE DEFT WAS ISSUED AN RFC (D48264) BY OFFICER RUSSELL, PER THE 
HOLLYWOOD STATION WATCH COMMANDER, SGT. RAMOS, FOR THE 
OFFENSE THIS DATE AND SUBSEQUENTLY BOOKED ON THE 
OUTSTANDING WARRANTS. 


PHOTOGRAPHS / EVIDENCE: 


MEDICAL TREATMENT: 
WE OBSERVED NO INJURIES AND NONE WERE COMPLAINED OF. 


